CD 12 Posting Report 


On 04/16/19, Environmental Compliance Inspectors S. Gonzalez and CH 
Sanchez conducted homeless encampment (HE) surveys and posted in areas 
for clean-up starting on Thursday, 04/18/19 for one day. There were 
additional photographs taken that were not included in this report. 


A total of approximately 0 hours would be needed to complete this clean- 
up. 


The following recourses would be needed for the clean-up: No resources 
will be needed. 


1. PIMS#54143 11007 Gothic Ave, 91344 (Sidewalk / Street) 
0 HE, 0 Hr clean-up, 
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2. PIMS# 54146 11454 Balboa Blvd 91344 (Sidewalk/street) 
0 HE, 0 Hrs clean-up 
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3. PIMS # 54147 11201 N McLennan Ave, 91344 
(sidewalk/street) 
0 HE, O Hour clean-up 
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